Re: lights on Sepulveda 


Subject: Re: lights on Sepulveda 

From: Donald Duckworth <duckworth.donald@gmail.com> 

Date: 10/24/2016 05:47 PM 

To: Miki Payne <Miki@hbdrollinger.com> 

We've been chasing problems down. Any specifics would be helpful. Vandalism 
is an on-going issue. Wet weather can cause the GFI to trip. I'm happy to cahse 
specifics. 

On Mon, Oct 24, 2016 at 5:40 PM, Miki Payne < Miki@hbdrollinaer.com > wrote: 

NO...our team has been meandering evenings to check our lights and were surprised 
how many were out on BLVD. 


Miki Payne 
Operations Manager 

Drollin ger 

PROPERTIES 

8929 S. Sepulveda Blvd. 
Suite 130 

Los Angeles, CA 90045 
(310) 417-8048 Ext. 15 


From: Donald Duckworth [mailto: duckworth.donald@qmail.com l 
Sent: Monday, October 24, 2016 5:39 PM 
To: Miki Payne 

Subject: Re: lights on Sepulveda 


Repair & replacements are underway now. And have been for some time. Do 
you have something specific to report? I can always use feedback. 


On Mon, Oct 24, 2016 at 5:28 PM, Miki Payne < Miki@hbdrollinaer.com > wrote: 

Do we have a schedule on the repairs or replacements? We're just hoping they 
will be good holidays. 
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Re: lights on Sepulveda 


Hugs 

m 


Miki Payne 
Operations Manager 

Drodin ger 

PROPERTIES 

8929 S. Sepulveda Blvd. 
Suite 130 

Los Angeles, CA 90045 
(310) 417-8048 Ext. 15 
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